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ajble impression if it had not been for the mountains of detritus.
It was realized at last that all attempts to utilize sludge had
led to unsatisfactory results.
"The removal and utilization of sludge is of such importance
that no plant should be completed until all questions of handling
sludge while avoiding the known nuisances are finally decided."
The principal trouble lies in the large amount of water, which
is so difficult to remove. After it has been rejnoved from the*
plant the sludge contains at least 70 per cent., usually 90 to 95
per cent., and occasionally 99 per cent, of moisture and is a
liquid mass. Every manipulation of the material, whether
with the view of utilization/storage or removal, is rendered more
difficult and expensive by this ballast of water.